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MNUAL_  RNPQRT  OF  THE  MSDIGaL  QFFIGLR  OF  HE.-iLTH  FOR  JTHE  YExLi.  ■ 

Mr-,  Gliairman  and  Gentlemen, 

I beg  to  submit  a brief  report-,  for  the  3/ear  1943>  on  the  lines 
indicated  by  the  Welsh  Board  of  Health-,  All  recor,^!^|5^"3B^X|^ 
kept  for  the  issue  of  a further  re^^ort  after  the  

VITiiL  STATISTICS . 

Total  Births  = 1 1 1 •,  • 'Total  Deaths  = ^ 

Birth  rate  per  1,000  of  the  estimated  resident  population  = 16^7 
Death  rate  per  1,000  of  the  estimated  resident  population  = l3-,8 
Still  Births  = Rate  per  1,000  = 


Transferable  Deaths 
Inf antile 


20^ 


Inward 

26 i 


16-, 


Out'ward  = 4-, 


PUBLIC  HEiiLTH  ACT,  1936 . 


SAislITiiRY  INSPECTION  OF  THE  aRM . 

Inspections  have  been  carried  out  continuously  throughout 
the  district  and  Informal  and  Statutory  Notices  v/ere  served 
where  necessary-, 

Inspections  made  - '^>13^ 

Informal  Notices  53 

Statutory  Notices  - 3 


Grickhowell  Parish , 

All  the  houses  in  Grickhowell  Town  have  pix^ed  supplies 
The  springs  and  storage  tanks  are  built  in  and  covered,  the 
pipes  therefrom  to  the  consumers  vary  from  4"  to  3'"  in 
diameter  ■, 

Samples  are  frequently  taken  for  bacteriological  and 
chemical  purposes  and  the  quality  has  been  found  to  be 
satisfactory.  The  last  reading  showed  the  degree  of  hardness 
to  be  0,7^  therefore  there  appears  to  be  no  danger  from  plumbo-* 
solvency  action.  Moreover,  the  replacement  of  house  services 
is  now  generally  being  carried  out  v;ith  galvanised  iron  v/ater 
cubes,  lead  not  being  available. 

The  Council  have  under  consideration  a post-war  scheme  to 
replace  all  old  services,  some  of  v\fhich  have  been  in  operation 
for  about  ~j0  years,  are  undoubtedly  corroded  and  possibly 
defective,  thus  causing  a shortage  of  v\?ater  on  high  levels  of 
the  town  during  the  summer  time, 

Cwmdu  Parish , 

This  is  an  agricultural  parish  consisting  of  two  villages, 
scattered  houses  and  farms. 
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One  village,  Cv/mdu,  has  a piped  water  suppler  to  stand- 
pipesThis  was  provided  by  public  subscriptions  and  is 
maintained  in  this  way.  No  con:5)laints  have  been  received 
regarding  the  adequacy  or  quality, 

The  second  village,  Bwlch,  has  a public  v/ater  spLjoply, 
every  house  being  connected,  and,  except  during  periods  of 
extreme  drought,  there  is  a constant  supply.  The  degree  of 
hardness  is  5 ->4-,  therefore  there  appears  to  be  no  danger  from 
plumb 0- solvency  action. 

Llangattock  Parish , 

This  is  an  agricultural  parish  consisting  of  four  villages 
or  hamlets,  scattered  farms  and  house.  The  villages  have  an 
adequate  supply  of  water,  practically  every  house  having  a 
piped  service-.,  The  supply  has  never  failed.  The  degree  of 
hardness  is  10, 3^  therefore  there  appears  to  be  no  danger  from 
plumb 0- solvency  action. 


LlanelXv  Parish . 

This  parish  is  thickly  populated,  the  inhabitants  being 
industrial  people  working  in  neighbouring  industrial  areas. 

It  consists  of  about  ten  villages  or  hamlets  and,  with  the 
exception  of  certain  parts  of  hlanelly  Hill,  is  provided  v/ith 
an  adequate  and  pure  water  supp!^.  The  Council  have  under 
consideration  a scheme  for  dealing  v\rith  the  unsatisf actory 
portions,  namely  Gelli -f'elen  and  Cwmnantgam.  The  hardness 
of  the  water  varies  from  4,2  to  9 '-43  degrees,  therefore  there 
appears  to  be  no  danger  from  plumbo- solvency  action, 

hlangynidr  Parish . 

This  is  an  agricultural  parish  consisting  of  Wo  villages, 
both  of  which  have  public  v\rater  supplies,  scattered  farms  and 
houses.  The  sources  of  supply  are  not  above  suspicion  and 
the  Council  have  a scheme  under  consideration  for  dealing  \/ith 
the  latter  point.  The  degree  of  hardness  of  thewvater  is 
9,1,  therefore  there  appears  to  be  no  danger  from  plumbo- 
solvency  action. 


Llangennv  Parish , 

This  is  an  agricultural  parish,  consisting  of  two  villages, 
Llangenny  and  Glangrwyney,  scattered  houses  and  farms. 

At  Llangenny  there  is  a public  supply  to  a village  stand-’ 
pipe  and  this  is  found  to  be  adequate  in  quantity.  It  is 
sometimes  discoloured,  although  samples  taken  have  not  indicated 
pollution.  The  Council  are  considering  the  possibility  of 
an  improvement  in  this  supply.  The  degree  of  hardness  of  the 
watep  is  8,’y^  therefore  there  appears  to  be  no  danger  from 
plumbo-solvency  action. 

At  Glangrwyney  there  is  a public  standpipe  in  the  village 
and  the  water  is  adequate  in  quantity  and  satisfactory  in 
quality . 


Llanbedr  Parish. 

This  is  an  agricultural  parish  consisting  of  a village, 
scattered  farms  and  houses.  The  v\rater  supply  is  adequate  in 
quantity  except  during  an  extreme  drought  end  of  satisf actorjr 
quality.  In  the  village  of  Llanbedr  every  house  has  a piped 
supply , 


I i ,1 


‘V'v 


'o  *.  i i ■ 

♦ • f 


PartjTj^sl^^ 

This  is  an  agricultural  parish  consisting  of  isolated 
houses  and  farirs  depending  on  their  own  private  wells  or 
springs  for  water  supplies-, 

General  - 

The  Council's  district  is  coxisidered  to  be  ?/ell  supplied 
with  water  as  all  villages,  hamlets  and  conglomerations  of 
houses  have  been  dealt  with. 


INSPEGTIQN  aND  SUPExlVISIQN  OF  FOOD . 

The  following  goods  v\/ere  voluntarily  surrendered  as 
being  unfit  for  human  consumption;"* 

13^-  lbs,  cheese, 

0 lbs,  butter 
12  lbs,  bacon 
7 cans  fish 
27  cans  fruit 
6 cans  meat 
17  cans  vegetables 
25  cans  milk 

Certificates  vrere  issued  to  the  retailers  concerned 
and  the  goods  disposed  of, 

Mllit. 


The  Public  Health  Department  nov/  co-operates  with  the 
National  Milk  Testing  & Advisory  Scheme  of  the  Ministry  of 
Agriculture  and  samples  of  milk  are  taken  periodically  from 
producer-retailers.  This  scheme  was  commenced  in  October, 
1943,  and  80  samples  were  taken  up  to  the  end  of  December-, 
Of  these  samples  64  vfere  in  category  'A',  12  in  category 
'b'  and  4 in  category  'c'. 


PREVilLENGE_O^AND  CONTROL  OVER JNFEC_TIOUS 
and  other  bis  ELYSES. 

The  following  oases  (other  than  Tuberculosis)  v;ere 
notified  during  the  year. 


Diseases , 

Ca_sej 

Pneumonia 

10 

Scarlet  Fever 

3 

Puerperal  Pyrexia 

6 

Diphtheria 

0 

c. 

Cerebro-spinal  meningitis 

1 

Diphtheria  Prophylaxis  , 

During  the  year  66  children  were  imuiunised  against 
Diphtheria;  54  were  children  under  5 years,  and  12  children 
between  the  ages  of  5 and  I5,  Th.e  numbers  of  children 
immunised  at  3'^-st  Deoembur,  1943^  were  as  follows;- 

Under  5 years  273 

Betvveen  3 and  13  years  1,114 

1/3^7 


Total 


([ 


4 


Tiib  ercj^o^s^is  , 


3 


New  Cases 


j Removals  from  Register  I 


’T 


Non- 


N on- 


i 

J 


Respiratory  'Respiratory  j Respiratory  ^ Respiratory  J 


i- 


HOUSING. 

Plans  received:" 


Nature  of  plan. 

Situation- 

Parish,  . j 

Slectricity  Extensions 

Crickhowell , 

Crickhov/ell, 

Electricity  Extensions 

Llangr\^7yney , 

Llangenn^T- , 

Bungalov? 

Gilvifern, 

Llanelly, 

Electricity  Extensions 

Llangattook,  ■ 

Llangattook, 

Slectricity  Extensions 

Gllworn,  • 

Llanelly, 

1 Barn 

Gilwern, 

Llanelly-. 

[‘'public  Hall 

Village , 

Llangynidr,  i 

1 Bungalow 

Gilv\^ern, 

Llanelly,  ; 

!'‘'Hous  e 

Bv?lch-> 

Cvwndu , 1 

1 Shed 

Village 

Llangattook, 

■"Approved  School 

Gilwern, 

Llanelly, 

i Garages 

Crickhowell, 

Crickhowell,  ; 

i 

\ '*'Re  const  rue  t i on  . 
I 

< 

j 

SCHOOLS . 

The  follovi^ing  is  a table  sho\¥ing  schools  closed  during 
the  year  and  reasons  for  closure i" 


School 

Crickhowell  N-.P-, 
Cwmdu  NoP. 

Llangynidr  N,p, 
Gilwern  C .C  t 
Duffryn  Grawnon  C.C, 
Cwmdu  N,P-, 

Cv\jradu  NrP» 
Llangattook  N,?-. 


Clos  e d 

From^  To 

22/2/43  - 8/3/43 
30/V/3  - 12/4/43 
23/V/43  - 6/9/48 
24/11/43  " 3/12/43 
67i2/43  - 1.7/^12/43 
7/12/43  " 10/12/43 
15/12/43  " 17/12/43 
22/12/43  " After  Amas 
Holidays , 


Reason  for  c 1 o sur e , 

Mumps , 

Mumps , 

v/hcoping  Qiuga  & Mi^les 
Inf luenza. 
Influenza, 
Influenza, 

Inf  luenza, 

Inf luenza. 


Y our  ode di. t; r t S e rv ant , 
J.3.  TOv7NL3Y, 


Medical  Officer  of  Health, 
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